From: Borne, Alan (DPH) 

Sent: Tuesday, September 09, 2008 8:48 AM 

To: Lungelow, Rita (DPH); Phillips, Charlene (DPH); Zanolli, Janice (DPH) 

Cc: Caloggero, Dina (DPH); Govan, Mildred (DPH); Edge, Benny (DPH); Hankerson, 

Jacqueline (DPH); Han, Linda (DPH); Peppe, Joseph (DPH); Dumas, Bill (DPH); Nelson, 
Sheila (DPH); Glover, Holly (DPH); Boyd, Rozelta (DPH); Nawn, Kathleen (DPH) 
Subject: Change in kit names 


Hi All, 

Please be advised that the outfit formally known as PROBETEC CHLAMYDIA is now named STD-CHLAMYDIA/GC 
COURIER and the outfit formally known as STD SELECTED SITE is now named STD-CHLAMYDIA/GC MAILING . 

All changes have been made in the intranet kit program and the Manual of Laboratory Tests and Services will be updated 
ASAP. Please advise your clients, which use these outfits, of the name change to avoid confusion when ordering. 

Thank you, 

Alan 


State Laboratory Institute 
305 South Street 
Jamaica Plain, MA 02130 
tel: 617-983-6605 
fax: 617-983-6618 


pager: 617-675-5644 
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